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ne MMNORAGDUN FOR: Direotor, PIC | 


TRO : Acting Chief, DPD-DD/P 
BIOL : Spare Parts for AF Hycon Rectifier-Printers 


i. Attached hereto are copies of letters fram AFCTE-1n2 
and Air Forewe Gated 15 and 19 January respectively. 


2. These lettera constitute a requirement and approval 
thereof for three (3) seta of spare parte kits for the eub ject 
Bectifier-Priaters. Two (2) sete of Type A kite and one (1) 
set of Pype B are required. A list of the spares and their 
identity as to either A or B type wes previously furnished to 
you by Hycon. 


3, 4% de requested that your office im conjunction vith | 
| 


the ¥iee of Logietics procure the above-mentioned spare parts 
xite ang anip to the designations indicated in the attached 
letters. This request also constitutes mithorisetios for the 
bib Fimesee Uf¥icer to tremsfer| 2 25X11 


25X1 
PaquirmE 


USAF review(s) 
completed. 


Chief, Comtracta steffi, BED 
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